CASE REPORT* 


By Allan Holman Suggett, San Francisco, California 


T HIS case shows appliances for moving impacted canines. The base wire 
is adjusted lingually of the impacted canines and may be straightened 
out to follow them as they are moved by the springs attached to the base 
wire. 



Fig. 1. 


REPORT OF CLASS II CASE EIGHTEEN YEARS AFTER 

TREATMENTf 

By Horace L. Howe, D.M.D., Boston, Mass. 

Instructor in Orthodontia, Harvard University Dental Department 

T HE models illustrated in Figs. 1 and 2 are of a typical case of Class II 
before treatment. The models were made in October, 1903'. 



*Read before the American Society of Orthodontists, Atlantic City, N. J., April 27-30, 1921. 
fRead before the American Society of Orthodontists, Atlantic City, N. J., April 27-30, 1921. 
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Photographs taken at that time are shown at Fig. 3 and 4. 

The ease was treated with intermaxillary elastics in the usual manner 
and the models shown in Figs. 5 and 6 were made in 1904. Photographs 
taken at the same time are shown at Fig. 7 and 8. 



The models shown in Figs. 9 and 10 were made in 1920. The occlusion 
has remained in its corrected position. The improvement in the facial 
lines may be seen in comparing photographs 11 and 12 with Figs. 3 and 4. 




